ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 3 


DATE 07-29-2015 
OFFICER 1 Tesh #134 
OFFICER 2 Mooney #124 


SUPERVISOR’ Reyes 


1200/12 
30 


1230/13 
15 


1330/13 
45 


1345/14 
15 


1415/14 
25 


1430/14 
40 


1445/15 
20 


1530/16 
00 


BID office - briefing - starry of shift 


BID office - admin - computer training - serviced vehicle #3 
with fuel. 


Business check - 1810 Cahuenga - 7/11 Store - checked 
with Joyce - no problems to report 


Contact / Referral - Bronson & Hollywood - 76 Station - ob’s 
a m/w/a to the rear of the location drinking beer from an open 
container in plain view of the public - subject was advised and 
a referral was completed 


Stand by - 6250 Hollywood - W Hotel - checked pedestrian 
traffic and surrounding area for transient activity - no 
problems to report 


Radio call - 6711 Hollywood - r/p reports a possible 242 PC 
that occurred. The victim was last seen walking w/b on 
Hollywood and the suspect was last seen riding a skateboard 
e/b from the location. 


Radio call - 1600 Vine - Trader Joes - r/p reports a 415 
transient outside of the location bothering customers at the 
entry doors. 


Upon our arrival, we observed the transient standing up next 
to his shopping cart. R/p was advised and we cleared the 
location. 


We stayed in front of the location for several minutes and 
watched the transient who did not violate any LAMC violation 


Extra patrol - Hollywood area - checked n/s alleys for 
transient activity no problems to report 
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1600/16 
30 


1700/17 
40 


1830/19 
00 


1915/19 
30 


1930/19 
50 


2000/20 
15 


2030 


Code 7 - Sizzler 
BID office - patrol log 
Extra patrol - Sunset area - checked n/s alleys for transient 


activity - no problems to report 


Business check - Franklin & Highland - Church - checked the 
parking lot for transient activity - no problems to report 


Assist - 6757 Hollywood - FB 5 advises they are code 6 ona 
415 fight in progress - units backed and LAPD to handle 


Return vehicle to 6" floor underground parking checking each 
floor for transient activity - no problems to report 


End of watch 
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